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support Britain in Egypt because it was to the interest of
Germany to do so; if his country's interests could now be better
served by withdrawing that support, Bismarck would not
hesitate, but the fear of such a breach between Britain and
Germany must have saddened the last days of an Ambassador
who had laboured so patiently for a good understanding.